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July 19, 2001 


Ms. Loreen L. Carchman 
Manager, Worldwide Scientific Affairs 
Philip Morris U.S.A. 

Gate S, Door 100 
2000 Bells Road 
Richmond, VA 23234 

Re: 466-01 (1169): ACCORD 

Signed Research Agreement - Original Version 

Dear Ms. Carchman; 

Enclosed for your files is the signed Research Agreement. 

We look forward to working with you. If I may be of further assistance, please contact 
me at (402) 437-4739. 



Director, Project Management 
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